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Who or what is a “C/S”? 

The C/S is the CASE SUPER- 
VISOR. 

He has to be (a) an accomplished 
and properly certified auditor and 
(b) a person trained additionally to 
Supervise Cases. 

The C/S is the auditor’s “hand- 
ler.” He tells the auditor what to 
do, corrects his tech, keeps the 
lines straight and keeps the auditor 
calm and willing and winning. 

The C/S is the pc’s case director. 
His actions are done FOR THE 
PC. 

What he is actually accomplish- 
ing can be listed: 

1. The C/S is keeping Sciento- 
logy working in the hands of 
auditors for the benefit of pcs. 

2. The C/S is keeping the correct 
sequence of programs* and pro- 
— being used on the pe. 

The» G/S~is keeping the org 
ph flow lines** straight and in 
proper sequence of actions. 

4, The CIS has the repute of the 
org and Dianetics and Scientology 
in his area fully in his hands. 

HANDLING AUDITORS 

The C/S earn the 
dence of his auditors by knowing 


must confi 
what he is doing and getting results 
via the auditors. i l 

The skill of an auditor can be 
enormously improved by a good 
C/S. And reversely, under an in 
competent C/S the skill and 
thusiasm of an 
badly deteriorated. 


fails to see 


auditor can be 
A C/S 
errors the auditor 
knows were there 1S soon regarded 


who 


as incompetent. 


*A program is defined as the sequence of actions session by session to 


A C/S is in effect a Tech leader. 
His skill, attitude and demands 
bring about the state of tech in the 
area. His attitude toward session 
length, the exactness required, the 
state of case preparation he re- 
quires, when he will let 
what he demands of his auditors 
all add up to the general tech atti- 
tude in an org. If this is good the 
org will be a good, respected org. 

HANDLING THE PC 

The pe (or Pre-OT) is the real 
reason the C/S is there. 

All C/Sing as to programming 
and what to run when is FOR THE 
H 

It is not for the org, actually, 
except as it influences the org’s 
repute. It is the auditor 
except as It influences the auditor’s 
willingness and attitude and skill. 

The product the C/S is after is 
the pe’s (or Pre-OT’s) case gain. 


a pc £ go, 


not for 


This is accomplished by apply 
ing the usual, by preventing errors 
and keeping pcs in session and 
winning. Correctly applied Tech 
works: The C/S has to know this. 

CONCLUSION 
The C/S is there 


and effectively 


to efficiently 
order the right 
action based ona survey of the case 
and then see that it is done. 

The end product is a winning px 
and an expansion of Dianetics and 


Sc ientol« gy. 


a hoe 
= = © 
gm 


be undertaken on a 


case by the C/S in his directions to the auditor or auditors auditing the case 


** Flow lines refers to the administrative lines of an organization which facilitate the 


of auditing 


Announcing 


jelivery 


EXPANDED DIANETICS 
COMES TO NEW ASHO 


Now for the first time, the Expanded 
Dianetics Course is available at New ASHO 

Expanded Dianetics delivers results com 
parable to the L-10 Rundown, a special 
OT Rundown developed by Ron in 1971 
Expanded Dianetics is ‘ta sort of OT level 
of handling Dianetics” as Ron explained it 
in 1971 

Expanded 
action with a recognizable end phenome 
non. It is programmed for the individual 
to handle what he wants handled. It 
normally fits Grade IV on the 
Gradation Chart but can be run after 
Power or after OT III Expanded. At any 
level, it takes the individual far along the 
road to full ability 


Dianetics is a major case 


above 


The auditing can be delivered at your 
local Church or at New ASHO 
The Expanded Dianetics Course con 


to know 
Dianetics. It 


need 
Expanded 


tains what you 
gram and run 


to pro- 


takes about 
dent 


weeks for a tul 


plus about 5 weeks for intern 

The course is also available at 
nental Churches (1 
ton, D.C.) 


os Angeles 


SPECIAL OFFER TO 
CLASS VIs AND ABOVE ~“ 


For a limited tim nly, Class VIs ar 
above may come t ASHO 
the Class VI Intern l Pr 
Rundown FREE with the Ex i 
netics ¢ irse, (( i 

Auditors and preclea 
mendously excited about t 
technology 

If you're eligibl 
panded Dianetics Course at ASH 
away and take advantage of tl 
offer! Write the Letter Registrar \ 
for details 


and Washing 


TRIPLE FLOW TRAINING 


The Way to a Full Triple Flow 
Professional Scientologist 


There are three basic flows in tech Flow 3 is the control of technical 


appli- 
training cation and results as a Case Supervisor 
Inflow. Outflow. Crossflow You win when you get the data! 
This is the same as in processing where You win when you give another the 
one always runs three flows or “triples ipplication of that data! 
Flow 1 is inflow or another to self And you WIN all the way when y 
(1) 4&—— Inflow a C/S enable another to apply the data t 
Flow 2 is outflow or self to another others 
(2) —— Outflow ANY Scientologist should have tł 
Flow 3 is crossflow or others to others training 
(3) T Crossflow Every Audit nust hav ; 
In TRAINING this becomes ater whetl he 1 full ime C/S 
FLOW | Learning the data (inflow) He has to know Ww p I d C/S 
FLOW 2 — Applying the data (outflow) cases even to audit 
FLOW 3 — Gett thers to apply the THE NEW C/S COURSES 
data (crossflow) f u ison the new C/S 
One LEARNS the technical data i na been deve p d 
y lev n ar iden Sa H STANDARD DIANETICS( S COURSI 
Course Th l D 
One APPLIES the tech to oth l dif S 
doing a properly supervised Internship pro ng. C/S D 
the Qualifications Div faS 
ylogy Church or Saint H ind i pi 
One GETS OTHERS TO APPLY THI C/S 
DATA by doing a Ca Sup (C/S) p 
( 1 App [ 
Í 5 ‘ S 
H CLA \ 
Ti i 
A p 
O 
Ti j Í 
j; p ) 
and signific ind ba 
} 
think 


Where you 


get the 


Ability to handle 


The Power Processes free you from 
inner barriers to using your Power. 

Completely standard delivery of Power 
now at New ASHO guarantees the aware- 
ness and ability priceless to your smooth 
route to Clear and O.T. 

The ability to handle and control 
power has been a mystery for eons. 
Kings, dictators and men alike have 
fought and died for it, yet its ancient 
secrets remained undiscovered. Ron cap- 
tured its very essence and released these 
gains, available to you since 1965 for the 
first time in this universe. 

Truth, freedom and power are no 
longer dreams of men upon a desperate 
planet. These things are no longer illu- 
sions, they are here waiting for you in 
truth and reality at the end of the 
Bridge. 

Power Processing is a key step upon a 
very real Bridge to total freedom. 

It is audited by precise Class VII 
Auditors with free before and after 
tests to make sure you get your results. 
Service is FAST and very friendly at 
ASHO. It’s EASY to get Power. Allow 
2 weeks. 

Grade V and VA, Power and Power Plus, 
$1200 to a maximum of 50 hours of auditing. 
$1140 with 5% advance payment discount. 
50% discount as a package with the Saint Hil! 
Special Briefing Course. 

THE THING TO DO 

Sign up in advance! Write the Letter 
Registrar. You'll receive a registration packet 
with everything you need to make your arrival 
date a reality. 


COME TO ASHO 


2723 West Temple Street 
Los Angeles, California 90026 
[213] 380-0710 


FOR YOUR POWER NOW! 


ASHO FOUNDATION 


ANY GRADE IV IS ELIGIBLE 
GET YOUR POWER TODAY! 


POWER PROCESSING GIVES 
YOU A BIG BOOST TO OT! 


NOTE: If you’re not sure you really are ready 
for Power and are a Grade IV, send your 
folders to ASHO for free case assessment. 
You will then be informed personally by a 
senior ASHO tech terminal. 


Fees promptly refunded to any dissatisfied pe 


ALL Saint Hill services as advertised in THE AUDITOR are available nights and 
weekends for the working Scientologist at ASHO FOUNDATION. It’s the same 


building, the same excellent service and results that are available weekdays 


convenient for working Scientologists 


at hours 


For more information on these and other ASHO Foundation courses or processing, 
write to the Letter ie ASHO FOUNDATION, 2723 West Temple Street, Los 
6. 


Angeles, California 900: 


DEFINITIONS 


ACC: Advanced Clinical Course. 


AO: Advanced Organization, where Grade VI 
through OT VII are obtained. 
ARC: Affinity, Reality, Communication which 
together equate to understanding. 
ASHO: American Saint Hill Organization, where 
Power Processing (Grade V and VA) and all 
higher level auditor, C/S, and administrative 
training is delivered. 
AUDITOR: A Scientology Minister, a pastoral 
counselor who listens carefully to what people 
have to say. An auditor is a person trained and 
qualified in applying Scientology processes to 
others for their betterment. 
CASE: The way a person responds to the world 
around him by reason of his aberrations. 
CASE SUPERVISOR: One who oversees the 
pio ress of preclears in auditing. (C/S) 
LASS: A gradient classification system for 
auditor levels. 
bered 0 to X. 
CLEAR: A person who can be at cause knowing 
ly and at will over mental matter, energy, space 
and time. Attained after Grades of Release. 
COMM CYCLE: The communication cycle used 
in auditing. 
CRAMMING: Corrective study under close per 
sonal supervision on some part of Scientology 
Tech the student has been mis-applying despite 
having previously studied it. Cramming ensures 
the reason for the error is found and corrected. 
DIANETICS: Means through thought or mind 
Pastoral counseling. 
E-METER: An electronic device for measuring 
the mental state and change in mental state 
The E-Meter is a confessional aid used by Scien 
tology ministers, and is not intended, effective 
or ever to be used to diagnose or treat physical 
illness. 
EXPANDED DIANETICS: A recent expansion 
of the application of Dianetics that is used 
individually for each preclear or pre-OT. 
FLAG: The Flagship of the Sea Organization, 
the management arm of Scientology. Home of 
L. Ron Hubbard. 
F/N: Floating Needle, an idle, uninfluenced 
motion of the needle on the E-Meter dial. In 
dicates the preclear has reached a state of release 
GRADE: One of the eight states of Release for 
a preciear. 
HAT: Slang for the title and work of a post in a 
Scientology Organization, taken from the fact 
that in many professions, such as railroading, 
the type of hat worn is the badge of the job 
HCA: Hubbard Certified Auditor 
HDC: Hubbard Dianetic Counselor 
HGC: Hubbard Guidance Center, where auditing 
is delivered 
HPA: Hubbard Professional Auditor 
HSDC: Hubbard Standard Dianetics Course 


INTERN: An advanced 
graduate in a professional 
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Classes so far released are num 


aduate or a recent 
field who is getting 
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practical experience under the Supervision of 
an experienced worker 


LINE CHARGE: A period of sudden laughter, 
often uncontrollable, that a preclear experiences 
in a session and that results from the relief of 
painful emotion. 


ORG: Short for Scientology Organization 


O.T.: (Operating Thetan): A Clear who has 
been familiarized with his environment to a 
point of total cause over matter, energy, space 
time and thought, and who is not in a body 


PRECLEAR: (Pc): One who is finding out 
more about himself and life through Scientology 
or Dianetic processing and who is not yet Clear. 


PRIMARY RUNDOWN: The first set of steps 
which a student completes before any major 
course after the Hubbard Standard Dianetics 
Course. Consists of Method One Word Clearing, 
and the new Student Hat Course. Produces a stu 
dent who can truly apply what he learns. (PRD) 


PROCESSING: The action, governed by the 
disciplines and codes of Scientology, of admin 
istering to a preclear a process, which is a set of 
uestions asked by an auditor to help a person 
ind out things about himself or life 
QUALIFICATIONS DIVISION: (Qual) The 
Division in a Scientology organization which 
is responsible for the technical quality. 


RG6EW: The process used in Grade VI 


REACTIVE MIND: That portion of a person's 
mind which works on a stimulus-response basis 
(given a certain stimulus, it gives a certain re 
sponse) which is not under his volitional control 
and which exerts force and power of command 
over his awareness, purposes, thoughts, body 
and actions 

RELEASE: A distinct and definite step toward 
greater levels of awareness and ability 
SCIENTOLOGY: An applied religious philoso 
phy, dealing with the study of knowledge, which 
through the application of its technology, can 
bring about desirable changes in the condition 
of life 

SHSBC: Saint Hill Special Briefing Course 
SOLO AUDIT After appropriate trainin 
Level VI (includes the Solo Course), the a 
of Grade VI and Grade VII processes (( 
oneself, (when one is both the auditor and pre 
clear). 

SUPERLITERATE: One who has the ability t 
comfortably and quickly take data and be able 


to apply it. Attained by Primary Rundowr 
completion 

TECH or TECHNOLOGY: The methods of 
application of an art as opposed to mere 
knowledge of it 

THETAN: The person himself—not his body or 


name, the physical universe, his mind, or any 
thing else, that which is aware of being aware 
the identity that IS the individual 

TRs: Training regimens on Scientology Course 
which train students tocommunicate and audit 
VGis: Very good indicators, such as pe happ 
WORD CLEARING: A precise activity which 
locates and clarifies misunderstood words 


The Monthly Je 


uirrnal f ocient 


TRIPLE FLOW TRAINING ....... 


the fabulous SHSBC to gain the knowhow 
to become a complete professional who 
can really think with the subject rather 
than just apply rote rules, hence Assistant 
C/S status until the SHSBC and the 
Class VI C/S Course are completed at a 
Saint Hill. 
Pre-requisites are the Expanded Dianetics 
Course and Internship (and PRD). A vail- 
able at Continental Churches or Saint Hills. 
CLASS VI C/S COURSE: This is the 
complete professional C/S Course. It fol- 
lows on from the fabulous SAINT HILL 
SPECIAL BRIEFING COURSE where one 
learns the full body of Scientology theory 
and practice as taught directly by L. RON 
HUBBARD on the original SHSBC from 
1962 to 1966. Here on the Class VI C/S 
Course done after completion of SHSBC 
and Class VI Internship one learns to 
apply that great body of data to the 
resolution of any case by use of the 
fundamentals of the mind and of life 
taught only at this level. 
PRD is also a pre-requisite, Available only 
at Saint Hills. 


CLASS VII C/S COURSE: This is the 
level of the mighty POWER PROCESSES. 
It is a specialist course in Power Processing 
which contains specialized data beyond 
that of Class VI. It is a specialized case 
cracking level. 

Pre-requisites are Class VII Internship 
(and PRD). Available only at Saint Hills 

CLASS VIII C/S COURSE: Here one 
learns to handle OTs and OT phenomena! 
It is the 100% Standard Tech level. This 
level reviews earlier levels and adds the 
incredible OT secret data nowhere else 
released. This data does not even occur on 
the OT courses. Auditing pcs at any level 
one can, and often does, run into pheno- 
mena puzzling to anyone and totally in- 
explicable until one has completed the 
Class VIII Course, Internship, and Class 
VIII C/S Course. It is after this course 
(Class VIII C/S), which must be preceded 
by the SHSBC C/S Course, that one finally 
learns to understand and handle any and 
every case phenomenon at any level and 
can truly handle anyone including OTs 
This course is available only at Saint Hills 

AUDITING OF PRE-OTs 

From this date the earlier restrictions 
imposed on organizations wishing to audit 
Pre-OTs are waived provided that organi- 
zation has at least one Class VIIN (HSST) 
and at least two Class VIII auditors 

This means that pre-OTs in areas dis- 
tant from an Advanced Organization re- 
quiring processing and not able to get to 
the AO may receive that auditing in their 
nearest official Scientology Church pro- 
vided that that Church 
the minimum 3 Class VIIIs. The pe folders 
may be sent to such a Church and the 
pre-OT handled directly by the Church 
eliminating long delays caused by the pre- 


only does have 


vious requirement ol special permission 
and C/Sing from the AO only 


on Three Flows 


SELF-ANALYSIS is a clear explana 


T J i fund 
on c scientology and [ j 


aneti 


nentals t contains processing s whict 


produce amazing results in the recovery 


of ability, awarer nd perception 


Used by the professional auditor or 


by the 


ed reader on himse 


T for a 


book 
jata 


3 the book 


yourself, you car 


GET YO 


UR COPY TODAY! 


ORDER ONLY FROM 

ASHO PUBLICATIONS 

2723 W. Temple Street 

Los Angeles, California 90026 
Books shipped in 24 hours, post paid 
Use convenient 


order form on p 


Get Data you can use 


Buy your Special Copy of SELF-ANALYSIS 
by L. Ron Hubbard 


This does not include auditing of the 
actual Advanced Course materials (R6EW, 
Clearing Course and OT levels) and does 
not waive any technical restrictions on 
auditing major rundowns in the No- 
Interference area (R6EW to OT III). 

The development of new Triple Flow 
Training and the great competence of 
those fully trained to Class VIII C/S 
standards makes this possible. 

PRIMARY RUNDOWN (PRD) 

The Primary [Study] Rundown is pre- 
requisite to any professional Tech training 
from Level 0 on up. 

It is separately stated above as a pre- 
quisite to the C/S courses as a re- 
minder to any who have not previously 
done the PRD, but are well advanced in 
their training, that the PRD is required 
before the next course (including C/S 
course). 

The PRD is of course only required 
to be done once. 

lt is awarded as part of the course 
fee of any major course package, 0-IV 
or above. 

FILL IN THE MISSING FLOWS 

(This is the advised sequence. C/S 
training is not at this time a pre-requisite 
to any higher level auditor training course 
or Internship. It is however strongly 
recommended. It és required for C/Ses) 

The way to complete your training is 
to mark up on a chart (can be done from 
the Classification Chart) the sequence of 
training courses vertically. Beside each 
course horizontally mark off spaces for 
the Internship and C/S Course for that 
level as given above. Now check off each 
course or internship already complated 
Then in sequence from the bottom up 
complete all courses, Internships, or C/S 
Courses not yet done and you will finish 
up all the way as a full TRIPLE FLOW 
Professional Scientologist 

From that altitude consider how you 
stand on the KRC triangle and the road to 
full OT! 

See page 3 for a complete Triple Flow 
Training Chart. 


CASE SUPERVISOR COURSE FEES 


Dianetic C/S Course $250 
Class IV C/S Course $500 
Expanded Dianetics C/S Course $325 
Class VI C/S Course $650 
Class VII C/S Course $250 
Class VIII C/S Course $500 


SAINT HILL C/S COURSES PACKAGI 
(Class VI, VII and VIII ¢ 
bought as a package): $1200 


S courses when 


5% advanced payment discount for al 
C/S Courses 
KRC TRIANGLE The upper triangle in the 


Scientology symbol 
Responsibility, ¢ 
to the ARC triangle 


PRE-OT: A person being lited mparable 
to a pre-clear but wi i Ir nd 
seeking to becor ore fi O.T 


K for Knowledge, R for 
for Control. It corresponds 


Gold embossed, bound 
in handsome yellow 
leatherette 


fig 


cits aho PAD 


A AAi 
ally. Now that is my own word intro- 


duced there, professionally, but if one is 
educated in a subject one expects to be 
able to accomplish certain things with 
that subject. | 

The final product of any course is 
graduates who can apply the material they 
studied successfully and be successful in 
that subject 
WHAT IS A REAL PROFESSIONAL? 

The real pro is the fellow who knows 
the significance and has had experience 
in the doingness and the handling of the 
mass, 

The real pro knows all the right ways to 
do it, and therefore he knows how to 
fail at doing what he’s doing. He knows 
his equipment and he can think that one 
more step that makes him a champion. 

Let’s take somebody like the fellow 
who projected the first color pictures. I 
bet he could have given you the number 
and book of practically every photograph 
that had been-taken in the history of pho- 
tography, which went back of him only 
about 20-30 years. You go back a little 
further and you'd probably find out he 
was a chemist by training. 

Professionalism then doesn't leap full- 
armed from the breath of somebody's 
hope. Professionalism is sweated for. 

WHAT THE STUDENT 
SHOULD BE TAUGHT 

The student should be taught what the 
student is going to be doing. And the sig- 
nificance that should be taught to the 
student is enough background so that he 
doesn’t get stuck in the mechanical doing- 
ness he’s been taught. 

That’s a little bit more significance than 
you would expect to give him. And that’s 
why you give him the history of it—to 
show that it was developed and give him 
some sketch of its development—and that’s 
why you show him how the thing evolved 
and what the doingnesses of it were. 

You're making him conversant with 
the principles with which he’s operating 
And if he’s sufficiently conversant with 
those then the doingness and the other 
actions which he is being taught don’t 
become obsolete. Because he can think. 
And that’s the difference between a pro 
and a practical man 

SAFEGUARDING HIS FUTURE 

Now a professional then is able to ad- 
vance and a practical man quite commonly 
cannot advance. 

Somebody who is just dealing in theory 
and nothing but theory could be ab- 
solutely beautifully taught, but he would 


FLOW 1 


SHSBC 
(combines Class V and VI) 


EXPANDED DIANETICS COURSE 


(May be done at any time after HSDC plus Internship plu 


0-IV INTERNSHIP CLASS I 


CLASS IV COURSE 


CLASS Ill COURSE 


CLASS II COURSE 


TRAINING COURSE 


CLASS IX COURSE 
CLASS VIII COURSE 


CLASS VII COURSE 


(no Internships prerequisite to SHSBC) 


not be AR in that sed because 
he would have the doingness missing 
But there’s nothing sadder than an expert 
on the repair of “steam driven road equip- 
ment.” He never had any theory of any 

kind on the subject of steam or propulsion 

or anything else, but he’s awful practical 

on the subject of these things. Well, he 

antiquated. He became unemployable actu- 
ally. 

So when you break up this balance 
in an education then you haven't educated 
the person and you haven't safeguarded 
his future. A fellow is betrayed then to 
the degree he is not educated but only 
schooled. 

BEING ABLE TO USE THE SUBJECT 

Education should be the activity of 
relaying an idea or an action from one 
being to another in such a way as not to 
stultify or inhibit the use thereof. 

In other words the information is 
loose in the guy's head. It’s flexible, he 
can use it. It isn’t jammed into his head 
crosswise so that it associates just with 
one thing. The only fair thing to do is 
teach him in such a way that he can 
think on the subject, because it’s an ad- 
vancing subject. If we did anything else 
he would become antique in a dozen 
years. 

It’s quite a trick—you have to teach 
somebody on the one hand that this is an 
exacting discipline and then on the other 
hand that you should have a loose and 
flexible attitude toward it. Well, you're 
trying to make a practical person who 
applies the subject to a result, who can 
give it that extra little zing that pushes it 
through (he can think on his feet in other 
words) and who won't antiquate. 

Actually that is being demanded in 
Scientology as nowhere else. You have a 
madly advancing subject in which more 
and more is developed that broadens 
the view more and more. 

SUCCESS 

The success of any taught subject is 
the degree that it keeps its significance 
sensibly balanced with its action and the 
masses associated with it 

But what I’m mainly interested in is 
you, a Scientology pro, training people 
to know something about this subject 
I am interested in your education right 
now and I’m trying to make it as easy 
as possible on you 


So aS ite 


Edited from lecture tapes Summary of Study 
and Study and Education by L. Ron Hubbard 


FLOW 2 


CLASS IX INTERNSHIP 


CLASS VIII INTERNSHIP 


AND INTERNSHIP 


combined 


SHSBC INTERNSHIP 


EXPANDED DIANETICS INTERNSHIP 


CLASS I COURSE 
CLASS 0 COURSE 


STANDARD DIANETIC COURSE 


THI 


HSDC) 


STANDARD DIANETI 


See the Classification and G 
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A professional Scientologist has the 
most personally satisfying career there 
is. 

The polished successful auditor with 
a broad knowledge and understanding 
of life is a graduate of the New 
American Saint Hill. 

If you want to increase your ability 
to handle life and people with the 
greater certainty of self and confi- 
dence that goes with it, the Saint Hill 
Special Briefing Course is for you! 

If you are a Class IV auditor, a 
Clear, an HCA/HPA or ACC Grad 


IF YOU WILL EVER BECOME AN 
OT, if you want the highest possible 
results for your preclears, you may 
apply for enrollment at New ASHO. 
You study Ron’s full development 
of Scientology, the books, tapes (over 
360 fascinating lectures), bulletins from 


training. 


NEWS TO Vis 

SPECIAL TECH BRUSH UP 

NEW TRS PACKAGE 
NEW ASHO 


All Class Vis and above who have yet to com- 
plete full internship up to their level can come 
to ASHO right away for a special Tech Brush 
Up and New TRs Package—FREE with the Class 


VI Internship 
CERTAINTY 

On the VI Internship, you will brush up your 
tech CERTAINTY on any materials you need to 
review with the help of full word clearing 

FLUBLESS TRs 

The new TRs package isa | 2-booklet set of 
LRH reference materials just compiled on Flag 
All early tapes, PABs, and HCOBs have been 


AND 
NOW AT 


TRIPLE FLOW TRAINING CHART 


CLASS IX C/S COURSE 


CLASS VI ¢ 


S 


S COURSI 


Coursi 


GET THE DATA YOU NEED 
TO OPERATE AS A THETAN 


Start Ron’s Saint Hill 
Special Briefing Course Today 


EXPERIENCE THE EXCITEMENT OF HELPING PEOPLE GO FREE 
AS A PROFESSIONAL SCIENTOLOGIST 


(certificates prior to current Class IV), 


Fees promptly refunded to any dissatisfied student. In order to practice Scientology spiritual 
counseling, one must be a minister of the Church of Scientology, a standard part of your 
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Not yet issued 


pre requisite 


CLASS VIII C/S COURSI 
CLASS VII C/S COURSE 
C/S Course 


EXPANDED DIANETICS 


1950-66 (excluding confidential mat- 
erial studied on later courses) and learn 
to apply them expertly. 

Briefing Course co-auditing is C/Sed 
by a Class VIII. 

The present course takes about 
3% months full time, followed by an 
internship under the top tech special- 
ists at ASHO. 

To get the ability you have always 
wanted from Scientology take this next 
step in your Scientology career! The 
Briefing Course is basic training for 
any Scientologist. 


Sign up now! It’s easy. Write the 
Letter Registrar today, New American 
Saint Hill, 2723 W. Temple, L.A., Calif. 
90026 for more information. 

Course fees: $775. Internship: $375. 
5% discount for advance payment. 
$1092.50, total. 


collected for each TR, including the material 
on the Auditing Communication Cycle and 
running TR Courses 

If you have ever wondered what was the 
REAL right way to do TRs you will find out 
with total certainty doing the TR package. For 
the first time Ron's TR materials have been col- 
lected for concentrated study to make your 
session TRs exactly the way Ron intends them 
to be 

The Class VI Internship with special Tech 
Brush vp and new new TRs Package is $375 
for Class Vis. It includes internship at the 
Dianetic and Class IV level for the perfect 
gradient 

VI Internship c 
the Expanded Dianetics Spec 
(See page 1 ) 


an be taken FREE as part of 
ial Offer 


HSST 


to Class VIII 


FOUNDING CHURCH, WASHINGTON, D.C. 
GRADUATES 
HAS: Robin Baulch, John Nitch, Jan Hughes, James Sweigart 
Robin Harrington, Greg Saunders, Jeff Donally, Betty Montowie, 
Tom Emerson, Ken Tryon, Steve Carney, Harry Drew I, R. Alan 
Haptad, Cosmo Grasso, William Martin, Linda Sundberg, Cora 
Lee Khambatter, Sister Mary Fidelia, Cher Ewell, Phyliss Breggin, 
Betsy Berg, Loraine Shefferman, David Drucker, Marion Felter, 
Larry Lajohn, Ellis Jones, Buddy Alderman, Jeannie Alderman, 
Robert Jacobs, Alan Corbet, Tsegay Berhe, Carol Cappello, 
Marcia Glorius, Earl Martin, Carl Marshall, Kathy Wilhere, 
Lolly Berry, Ursula Martin, Gloria Harper, Carolyn Mueller, 
Gwen Garfunkle, Bill Renahen, David Corcoran, James Gianaris, 
John Henson, Randy Runyon. HQS: Kay Brown, Ann Haggler, 
Frank Roche, David Argabrite, Roger Anderson, Lee Tryon, John 
Massey, David Ream, Jean Grotton, Barbara Hutchinson, Marcia 
Glorius. HSDC: Ralph Boehm, Lois Elstner, Dorothy Boehm, 
Larry Spinke, Herb Rhodes. DIANETIC INTERNSHIP: Gregg 
Shulman, Jim Leon, Judy Crawford, Paul Missonis, Jim Arnold. 
SUPERLITERATES: Sara Kuhli, Leslie Shields, Rebecca Swei- 
art, Suzanne Commons, David Moore, Roger Vaugn, Skip 
urgatroyd, LEVEL 0-1; Adrianna Castle, Mark Elstner. LEVEL 
Il: Tim Fahey, Jim Arnold. LEVEL III-IV: Jim Arnold. CLASS 
IV INTERNSHIP: Penny Wisner. EXPANDED DIANETICS 
COURSE: Jill Press, Leslie Shields, Rebecca Sweigart, INTEG- 
RITY PROCESSING COURSE: Gordon Bell, Rebecca Sweigart, 
Ralph Swanson, Marie Tyler, Bud Shilling. 
RELEASES 
LIFE REPAIR: Pat Huchinson, John Ruane, Linda Sundberg, 
Lorraine Shefferman, Joe Burns, Bev Cola, Walter Gretcher, 
William Cantor, Roger Harrison, William Birdwood, Sunshine 
Bare, Andrea Letterese, John Cambron, Carla Smith, Jim 
Barker, Barb Reeves, Paul Missonis. ARC STRAIGHTWIRI 
Jim Barker, Joe Burns, Bey Laptad, Lorraine Shefferman, 
Ben Atwood. DIANETICS: Brian Page, Betty Arnold. GRADE 0 
Brian Page, Lynn Fountain. GRADE I: Bill Phifer, Roger Vaugn, 
Lynn Fountain, Brian Page, Jim Arnold, David Moore. GRADI 
Il: Kathy Francis, Dave Richey, Brian Page, Bill Phifer, Lynn 
Fountain. GRADE Ill: Brian Page, Kathy Francis, Lynn 
Fountain. GRADE IV: John Glinske, Brian Page, Kathy Francis, 
Lynn Fountain. EXPANDED DIANETIC CASE COMPLETION 
Karlynn Kirkes, Suzanne Commons. INTEGRITY PROCESSING 
Jill Press, Bill Phifer, Sydney Davis, Joe Burns, Dick Romejko, 
Jean Groton, Marge Pearce, Allan Crouse, Al Laptad, Paul 
Missonis, Kathy Francis, Rich Arnold 
JUD F y EL A 


GRADUATES 
HAS: Sheldon Greenberg, Angela Clerget, Hugo Canton, Gus 
Tenegal, Fern Bast, Del Orr, Jorge Biccezze, Bob Weller, Mike 
Ryder, Thomas Brooks, James Bush, Tony Gutierrez. HQS 
Deborah Langen, Jerry McNeely. HSDC: Wayne Melton, Andrea 
Herdershot, Mark Peters. STUDENT HAT: Bob Warner, Sadye 
Stromfield, Andrea Nathan, Patty Chinn, Candy Swanson 
Jennifer Blythe, Arceneaux Coleman, Bent Corydon, Larry 
Peters, Jeanne Brown, John Frenchee, Neil Sheein. LEVEL 
Jim Wolery, Wayne Melton, Carrolyn Michel, Chuck Newton 
Bob Beardmore, Charlotte Beardmore, Don Hill, Chel Kight 
LEVEL I: Jim Wolery, Bob Beardmore, Charlotte Beardmore 
Wayne Melton, Chel Kight, Toni Domingos, Chuck N 


ewton 
LEVEL II: Hazel Domingos, Toni Domingos, Chris Browr 
Chuck Newton, Chel Kight, Jackie Pereira, Justin Brown 
Melanie Seidler, Don Hill, Charlotte Beardmore, Bob Beardmore 
LEVEL Ill: Jackie Pereira, Hazel Domingos, Grace McGinnis 


Melanie Seidler, Justin Brown, Don Hill, Lynn Levin. LEVEL IV 
Justin Brown, Melanie Seidler, Hazel Domingos, EXPANDED DIA 
NETICS COURSE: Rose Cole, Candy Swanson, Thea Greenberg 


Lucy Cole. EXPANDED DIANETICS INTERNSHIP: Richard 
Forbes 


RELEASES 

LIFE REPAIR: Helen Defan, Penny Corbet, lola Ennor, Kathy 
Ryan. DIANETIC CASE COMPLETION: Eve MacElrevey, Greg 
Willardson, Grace Marie Haddy, Midge Hunt. ARC STRAIGHT 


WIRE: Don Hutchins, Adel Ulrich, Helen Defan. GRADES ¢ 
Bill Orris. INTEGRITY PROCESSING: Steve Clamage, Richard 
Levin, Adel Ulrich, Chuck Ohl, Don Blake 

BOSTON 

GRADUATES 

HAS: Author Fellman, Sam Essler, Steve Hines, Andy Ludwi 
Peter Mastroietro, Gail Paglierani, Mark We John | 
John Blaisdell, Anthony Neri, Carl Bredeme Sally B 


James Tarnowski, Jacqueline Flitter, Jim Shul, Barbara | 
Ursula Burke, Charlie Pon, Ingrid Wig, Chris Nagle M 
Becket, Jr., Cynthia Myers, Jeff Bower 
Wolf, Gil Daniels, David Whittredge 
Helen M. Sarno, Sheila O'Brien 
Marie Myer, Carl Bredemier, Fra 
Loster, Bernice Stover, Phil Boes 
Poole, Paul Folk, Bob Flannery V we Gira 
Brian Meldrum, Morris Dubreuil, Glenn Mag ł 
Baell, James Conley, Marline F i Ga 
Spano, Dean Hobbs, Paul Dische 
McGlynn, Nora Geaudette, Richard E 
Ganatt, Chris Dygert. HOS: Paul Disc 
Yeuthen, Becky Baskett, Jim Lyor Jir 
David Grace, Sharon Chaney, Ted 
Berkely, Ron Lowe, Lou T ticl 
Sally Burkart, Ruth Higgins, Eug 
Walter Brugger, Larry Marshall, Jim Oliver, 1 
Vesel, Emmeline Brown, Rick Furt 
Pfleger, Jim Hughes, Tom Minit 
Butler, Emmeline Brown. LEVEL 1 
Diana McClure, Rosemary Phillips. LEVI 
Nowell Didear, Diana Met r R var 
Tom Loughren, Nowe i 
Phillips, Carl Lorentzer 
RELEASES 

LIFE REPAIR: Mark Pres 
Brown, Donna Helper, Sta 
Mike Fallon, Charlie Wenze Tor 
Poole, Mike Renna, Ursula Burk 
Tanya Brooks, Carl Bredemeie 
Pressman, Emmeline Bro 
Chris Palmer Al Bellezza i 
Mary Marsden, Phil Seiflei í Pox 
Burke. DIANETIC CASE COMPLETION 
Pressman, Bob Dardano, | Tomet reg 
Hougrand, Carl Lorentzen, Phil Seiflei t 
Phyllis Orcutt, Chris Palmer. GRADE 0: Mary 


Mikael Wolf. Bar 
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NEWS FROM 


Wie 
fs 


AROUND 


THE WORLD 


23rd Anniversary of 
DIANETICS, the Modern 
Science of Mental Health 
by L. Ron Hubbard 


May 9th marks the beginning of another tremendous 
year for Dianetics and Scientology. It is the celebrated 
birthdate of the publication of DIANETICS, The Modem 
Science of Mental Health. 

This book, fantastic as it might seem, has been a best 
seller for 23 years. Few books could claim that statement, 
and even they could be counted on the fingers of your 
hand. But no other book could be said in fact, to say or 
do what DMSMH does. 


To validate this, a special awards program is being held. 


TOP AWARD 

Those people who sell 100 or more hardback DMSMH 
within 2 months of the start of the program (May 9) will 
receive the Hubbard Standard Dianetics Course, or the 
equivalent in training. 

SECOND AWARD 

Those people who sell 60 hardback DMSMH within 2 
months will receive a new Mark V E-Meter with TA 
counter and carrying case. For those not eligible to re- 
ceive a Meter (one must be a minister or theological 
student in Scientology), the equivalent in training will 
be awarded. 

THIRD AWARD 

Those people that sell 45 hardback DMSMH within 

the allowed time will receive a complete LRH library. 
SPECIAL COMMENDATION 

Those people that sell 30 hardback DMSMH within 2 
months will receive a special “LRH BOOK ONE” Certi- 
fication and a signed photograph of LRH. The certifi- 
cation and photo will also go to the winners of Ist, 2nd 
and 3rd Awards 

This Award program is open to Field Staff Members, 
and any Field Scientologist who might care to participate 
(It does not include selling large quantities to bookstores, 
but is intended for the purpose of selling to new people 
so as to get them on the road.) 

At the end of the 2 months, a gala event in each 
Church will take place to present the winners their 
awards 

Your local Church will be fully prepared to help you 
achieve the targets you set for yourself. Books and 
training courses on selling techniques will be availabie 

These awards symbolize the effort that any dedi- 
cated Scientologist would put forth towards a big 
step in Clearing this planet. Had it not been for the work 
of LRH, and the “icebreaker™ that was and still is this 
book, think now where you might be! 

So sell lots of DIANETICS books! Go to your local 
Church of Scientology for any further information 


Burkart. Mark Pressman, Bob Dardano, Ron Connors, Mike 
Fallon, Carl Lorentzen, Jim Oliver, Cal Poole, Phil 
Phyllis Orcutt. GRADE 1: Ron Conners, Walter Brugger fark 
Pressman, Mike Fallon, Carl Lorentzen, Jim Oliver, Cal Poole 
Mary Marsden. GRADE Il: Ron Connors, Mary Marsden, Walter 
Brugger, Carl Lorentze Phil Seiflein, Mark Pre 
Fallon. GRADE Il: Nowell Didear, Tom Loughr Valter 
Brugger. Carl Lorentzen, Mary Marsden. Ma Pr a 
Fallon, Phil Seiflein. GRADE IV: Nowell Didear, M 
Mark Pressman, Mike Fallon, Tom Loughrer 
Seiflein 

DETROII 

GRADUATE 

HAS: Jim Pfaff, Hilda Howard, Nich 

ludy Davison, Maria Kondrath, A ; 
Pinko Henry |} b H i Kondrat? 
Pink Jot i izer \rpa 
Eric Wilr tt i 

Pet Maria 

H 


ris, Nancy Kor HSD 
PERLITERATE: ¢ Í ratt i 
Garth T} LEVI I: 1 t 
RELEASI 

LIFE REI } i ij 


TORONTO 


A Dream Come True 


Sally and Ron Baker, auditors, run a successful business as artists 
with the help of their son Jeffrey. 


Ron Baker, Hubbard Professional Auditor, and his 
wife Sally, Hubbard Dianetic Counselor, have succeed- 
ed in forming a dynamic business as artists in Takoma 
Park, Maryland, within just 7 months. 

Ron has no degree from formal academic study in 
the arts, an unlikely background for a free lance bus- 
iness. 

“It all started when I was very ill and five years old 
Ron explains. “I was allowed to create by my family 
and | spent hours happily drawing without invalidation 
I decided | wanted to be an artist then, but when I was 
back on my feet, | was kindly told by others how very 
impossible it was and like a fool | went into 
and lost some self-determinism.” 

But now, by applying Scientology, Ron has found | 
dream come true 

Ron and Sally are Grade IVs, soon to be 


agreement 


it ASHO 

Power Processing 

‘It’s amazing how everything fell into place, tl 
plicity of Scientology is so beautiful, xclaims R 
“When I finally realized just how much I had grown, | 
was on my way.” 

Ron and Sally agree that just the cx 
ARC and Communicat forn 

am f the t i world. The E 
W K re d yw i 

“O pury 

; d Wew k | f 
h : 

d W H 
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Scientologists Book 
Used at UCLA 


What it is, What it Air 


Triple Flow Training at ASHO 


FLOW ONE 


Ron's Saint Hill Special Briefing Course 
THE BASIC DATA YOU NEED TO OPERATE AS A THETAN 


Clears are doing 
the Briefing Course 


tration, 


Clear Earl Prince, from L 
si 


m Las Vegas, does a clay demons 

“Although I've just started the SHSBC, I'm having so many 

wins and cognitions I can really see why Ron says 50% of OT E 

ability comes from training!” 
Clear Ruth Cohan, now on OT IIIX, from Los Angeles, reads 
Ron's PHOENIX LECTURES on the SHSBC. “As an OT your 
sensitivity is extremely heightened and with it your responsibility 
level. Training gives you understanding of situations and the 


g es } 
ability to change things.” 


Class IV Provisionals 
are doing the 
Briefing Course 


Permanent Class IVs 
are doing the 
Briefing Course 


Old HCA's are doing 
the Briefing Course 


It’s time for you to start now. 
Complete the Briefing Course 
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OO” FP ee Bae | 
~ You become a Professional 


with Triple F 


Top Tech Team grows at New ASHO to deliver 100 / 
Standard Triple Flow Training 


a 
Flag-trained Class XII Technical Secretary keeps service FAST and to uality in ASHO's HGC 
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ASHO 


with STANDARD results 
producing real happiness and 
giant steps to OF on 


* Power Processing 
* Expanded Dianetics 
* Case Completion 


All Grade IVs and VAs are eligible f al at Ni 


cientologist at New ASHO ~ 


Training 


“The moment a person starts training, he’s already walking a 


track which is higher than the track to Clear. 


“A fully trained Scientologist is in a far better position to understand 
than a partially trained one. 

For a Scientologist who really knows is able not only to retain 
confidence in himself and what he can do, but also can understand 
why others do what they do and, so knowing, does not become 
baffled or dismayed by small defeats. 

Because auditing skill is a discipline in living and a know how of 


the parts of life which is in itself something new in the universe.” 


FLOW TWO 


Standard Internships at New ASHO for the 
satisfaction of Flubless Auditing 


Peg Barnes on 


mes st 
the Examiner. “The In tl l] VII Ir 
A thetan operating as an auditor is really a to play —interestin 
challenging, and fun, I've seen some tremendous changes in both r 
self and others, especially in the f being able t 
ganization and life 


All students Intern at New ASHO after each 
Class Vis and above come in for Brush up Irn 
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LOW THREE 
Standard C/S Training at ASHO for Certainty of Tech 


Class VIIL Bob Anderson from Vancouver interns under the experienced hand of the Tech C/S on 
the Class VIII C/S Course. ‘There is an important area in tech that most of us have overlooked, and 
that is the area of case supervising. I have finally cognited on its importance. Each flow brings cog 

nitions and in my opinion you haven't gotten all the cognitions until you've done the 3rd flow. It 


fills in all the gaps and expands you into a bigger game. Another feature of training at ASHO is that 
the case supervision is ‘spot-on’.”’ 


LOTS OF PEOPLE ARE TRAINING AT NEW ASHO 


a 
a 


C/S training at New ASHO is done under the top trained C/Ss in the Western Hemisphere 


Paul Turnbull is at New ASHO from Doug Yarbrough from Austin on the Expanded Dianetics Cou t ASH W i 
Vancouver to become a Hubbard “The materials, especially the tape of the Expanded Dianeti Cou {T ra 
Professional Course Supervisor enough to really change a person's viewpoint about auditing, It did mir 


Having the Expanded Dianetic data has allowed me a much " »werful 
viewpoint on being able to help others 


How About You? 
GET RON'S TECH 


Come to New ASHO TODAY 
THE CENTER OF HIGHER L TRAINING 
WRITE THE LETTER REGISTRAR TODAY AT THE NEW A) 


Send in your date of arrival and ask to sign up. The Letter Registi i 
the information you need to get started FAST 
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NON NEWS: 


Narconon continues to expand across the world. 
In Palo Alto, an able team made up of John Brodie, 
OT VII, San Francisco 49-er star quarterback, and Dr. 
Frank Gerbode, former psychiatrist who is now in 
_ Scientology, along with Scientologists Deny Reyling and 
= Cora Bailey, have established a Narconon program at 
Menlo Park College and a Narconon Center. 

On May 25 a major drug conference is being sponsored 
by Narconon in Palo Alto for prominent citizens, 
educators, city officials. 

Mark Jones, Class VIII Auditor and HSST (top level 
of case supervisor training), Director of Narconon, has 

just returned from a tour in Europe where he delivered 
a paper on Narconon at the International Conference 
on Drug Dependence and Alcoholism in Liverpool. The 
paper was well received and stimulated a group of 
Britishers to visit the Narconon headquarters in L.A. 

Mark also visited the Narconon program just outside 

Stockholm. In operation about 8 months, the program, 

_ headed by Stig Björk, has enjoyed considerable local 
support. An event was held in the Sheraton Hotel in 
Stockholm where drug prevention officials, including a 
member of the Parliament there, received a translated 
briefing on Narconon. 

A member of Parliament from New Zealand recently 
completed his visit to Narconon with considerable interest 
in the Narconon program. He has subsequently written 
that he has instituted a Narconon program in New 
Zealand. 

Arthur Maren, Class VIII, U.S. Supervisor for Narco- 
non, has just returned from Honolulu, Hawaii, where he 
addressed the Conference on Drug Abuse and Alcoholism 
with a talk on “Narconon: Communication Techniques 
in Rehabilitation” on May 5. Sponsored by the National 
Council on Drug Abuse, the conference was well attended, 
primarily by professional people. A new Narconon pro- 
gram was established at the Air Force Base in Honolulu 
during the visit, which was covered by local media. 


Surgeon Going Clear 
Lal 3 


p 


Dr. John George, surgeon, solo audits his way to Clear. 


Dr. John George, from Omaha, Nebraska, is now 
auditing on the Clearing Course. 

For 27 years a specialist in obstetrics and gynecology, 
primarily a surgeon, Dr. George is now working in pre- 
ventative medicine while in L.A. 

As to how he became interested in Scientology in 
1965, he explains, “I thought Man was a spiritual 
being. I had a couple of ‘psychic’ experiences, and | 
began to wonder about them. I started searching for 


the answers to the soul and couldn’t find them any- 


place. It occurred to me that a lot of people were sick 
because they had a sick soul.” So he looked into Scien- 
tology and was later audited up through the Expanded 
Grades in Omaha, where he also did the Hubbard Stan- 
dard Dianetics Course. 

Of his Grade VA, achieved in 1972, he says, “Power 
was quite a revelation. From then on you can really 
start handling things a lot better. You have so much 
energy!” 

Recent increases in his ability to perceive and 
communicate have come in very handy for him in talking 
to patients, many of whom do not tell a doctor the 
truth but expect him to guess! Dr. George finds he i 
much more aware now and so is a lot more effective at 


finding the real trouble. “A lot of abilities have come 


back to me,” he smiles 

A Superliterate, Dr. George will be completing his 
OT levels and doing the Briefing Course, Expanded 
Dianetics Course and on up to Class VIII 
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Brodie Helps Start Narconon Group 


The current Narconon program in Hawaii State Prison 
operated by Tom Pellegrine is doing well, and another 
program is soon to begin in the Women’s prison in Hawaii. 

Mike Roylance has just been launched to Delaware to 
direct the Narconon program in the Delaware Correction 
Center and establish a half way house in Wilmington. 
Fred Petersen, Deputy Director of Narconon in Delaware, 
has made Narconon known throughout the state with 
articles in leading newspapers. 

Two new contracts with the State of California have 
been signed for programs in Youth Authority institutions 
O.H. Close School and Karl Holton School. Coordinated 
by Greg Zerovnick and supervised by Marquita Granda, 
Class VI, Jim Garrett and Ben Williams, many new parti- 
cipants have started the program. 

100 participants are now on the program in the 
California Men’s Colony at San Luis Obispo. Directed 
by Loren Troescher, the head supervisor is John 
DeCresendo and supervisors are Neil Jordan, Ron White, 
and Sherry Owens. 

In Vancouver, Lillian Walle now has a group of almost 
40 students on courses in the Oakalla Regional Correction 
Center. 

Brent Davis, Director of Narconon in Texas, has re- 
cently established a program in Dallas, another in the 
Richardson Unitarian Church and a third in Austin. 

The head of the YWCA in New London, Connecticut, 
is now on the board of directors for Narconon, having 
herself taken the Communications Course! 

A new community program is forming in Sacramento 
under Jack Francis. Another community program headed 
by David Weigland, is operating in San Diego and in 
Dorchester, Massachusetts, Deac Finn is coordinating an 
expanding program in a local church. 

The continuing effectiveness of Narconon in confront- 
ing and handling the problem of drug abuse using Ron’s 
tech is demonstrated by its rapid expansion, spearheaded 
by dedicated and well trained professional Scientologists. 


Scientology Applied to Business 


John Brodie, OT VII, star quarterback of the S.F. 49-ers. 


Even an official in the California Department of Cor- 
rection, writing to an enquiring official in New Jersey 
notes that of their volunteer and self help programs, 
“probably the best of these is Narconon.” 


*Narconon means non-narcosis, freedom from drugs and crime 
through increased responsibility. 


Banker Doubles Loan Volume and Wins Promotion 
With Scientology Disseminates Scientology to Bank Employees 


Bruce Wiseman, Hubbard Dianetic Counselor from 
Walnut Creek, California, has been promoted in rapid 
succession to Assistant Vice President and as of June | 
to assisting the Senior Vice President in charge of loan 
administration for the Security National Bank 

In June of 1972, after steady progress with the bank 


he was placed in charge of the installment loan depart 
ment of one of the branch offices. During his 7 month 
there, he doubled the loan volume by application of 
Scientology organizational techniques to expand 
efficiency. of the department. He saw that each emp 
knew the exact purpose of his job, had a “hat” for | 
post, and kept individual statistics with condit 


las applied. (See /ntroduct ' 
L. Ron Hubbard, the book Bru 


In January of 19 i 


The 


doing the Primary Rundown. He and his wife Susan (a 


Faxon Bowen, 
a “Sussman. LEVEL 0: 


n Pam 
Ellen Moss, Mary Moon. LEVEL II: Dan MacKenzie, 
Julie Iger Roseman, Christ Nesbitt, John 
her Nesbitt, Walcott, Dan 
n Chambers. TE EL IV: ‘Craig 
ott, Dan MacKenzie, Christ Nesbitt, 
RNSHIP: Glenn Wahlquist, Julie Gerbode, Craig 
Whalin. CLASS IV INTERNSHIP: Kathy Connolly, Abi Lusey 
Steve Archinal, Pat Whalin. INTEGRITY PROCESSING COURSE: 
9 pet Randy Emery, Dan MacKenzie, Sheila Armstrong. 


LIFE REPAIR: Ted DiMarco. ARC STRAIGHTWIRE: Don 
Pearson, Jane Boles. DIANETICS: Mike Berman. GRADE 0: 
Faxon Bowen, Steve Wertz, Michelle Moray. GRADE I: Karen 
ncer. GRADE Il: Ingrid Loe, Pat Whalin. INTEGRITY 
OCESSING: Susan Baldwin, Roy Selby, Joseph Sipper, Louis 
mman Phil Bruemmer, Bob Waldman, Fred Alvarado, Randy 
sma Bob Diskin, Fred Swartz, Susan Offerman, Roy Estrada, 
NEW Y VOR! Steve Lightfoot, Carol Norris, Jim Vannier. 


NEW XOR 
HAS: Tom Nelson, Betty Woruz, Sam Platt, Dan Demenjuk, Carl 
Sokol, G. Sylvester, Wayne Santiago, George Costillo, Nora 
Djerahian, Frank Airco, Lorna Holly, Len Scheier, Carol 
Carter, Marilyn Confer, Ray CET n, George Dilworth, 
Lorraine Hiolette, Carolyn Pt George Hewitt, Jill 
O'Connell. SUPERLITERATE: Agnes A AAA Phil Stevens. HSDC: 
Bella Guzik, Hara Klien, Tom Piazza. LEVEL I: Bella Guzik, 
nes Weisz. LEVEL II: Fernand Pasche, Patty Gordon. LE VEL 
II: Charlie Sherman. 
RELEASES 
LIFE REPAIR: Love Hrycyn, Roger Smith, Patty Gordon, Lyn 
Clarke, Marie Harman, Judy Fleming. ARC STRAIGHTWIRE: 
Sue Paspalas, Mark Johnson, William Wong, Chris Pearson, G. 
Genovese. DIANETICS: Anita Thorne, William Wong, Bill Bailey, 
Sue Sajnekoff, J. Hansen, Barbara Harris, Mark Johnson, Tom 
Sciortino. GRADE 0: Tom Witschel, Bill Bailey, Sue Sajnekoff. 
S. Glorioso, Colin Cousins. GRADE I: Tom Witschel, Ken 
Krieger. GRADE II: Tom Witschel, Mike Donnish, Sue Sajnekoff. 
GRADE Ill: Tom Witschel, Tym Mott-Smith, Mary Cummings. 
GRADE IV: Bob Eifler, Tom Witschel, Tym Mott-Smith, Carol 
Urmy. INTEGRITY PROCESSING: Rick Marino, Jose Rodriguez, 
Beth Macrae, Mike Martin, Anita Thorne, Carl Galletti, Nick 
Balamaci, Manfred Stanfield, Dan Domjan. 


CELEBRITY CENTRE, Los Angeles 

HAS: Scott Szekely, Linda Moore, Sue Kirkman, Rick Lisi, John 
Kristianson, Carleen Klapp, Greg Fuller, Matthias Witz, Barbara 
Keeler, Bruce Livingston, Nancy Whelan, Toni Adrean, Richard 
Michael Gutierrez, Mike Woodmansey, Ruth Hingley, Don 
Hingley, Sue Todhunter, Al Vogel, Jim Kitts, Tom McGranahan, 
Ron Sailor, Jude Poldish, Sidney Brisker, Dianne Moss, Skipp 
Press, Mario Castagna, Al Leone, Martin Cohen, Rod Faunt, 
Roslyn Fitzgerald, George Collins, Tony Sansone, Ray Krenick, 
Jr., Mitzi Hong, William Knight, Linda Shuttleton, Conrad Romo, 
Joyce Wright, David Mulua, Skip Burton, Reynaldo Ferrer, Chris 
Brennan, Nancy Smith, Stephan Russ, Marion Sherman, Laurie 
Post, Eileen Halsted, Peter Shuttleton, Cathy Chase, Nancy 
Hawkins, Laurel Sherrie, Liz Ward, Lanne Wolfe, Deborah 
Small, Marty Rodgers, Kathy Price, D.K. Quin, Corey Hart, 
Sylvia Ranonis, Donald Diekmann, Helen DeLuca, Bob Grady, 
Barbara Raush, Vinny Noonan, Joseph Ellerman, Janelle DiDici, 
Harold Holmes, Deana Kellis, Pamela Wise, Joyce Jameson. 
Michael Mercado, Kenneth Park, Frances Chapman. HOS: Paul 
Coho, Lupe Obiols, Michael Heyden, Jim Diana, Marlene 
Glickman, John Thomas, Irene Roseen, Louis Molano, Larry 
Bibley, Richard Edwards, Jackie Gibson, Toni Prior, Rani Bagai, 
David Green, Erland Newman, Bohdan Tanascgszuk, Elliot James, 
Maggie Gilday, Gay | andrum, Rose Harmon, Denise Bell, David 
Moutouri, Michael Hahn, Marion McPhee, David Mulwa, Bill 
Jordan, Judy Berman. HSDC: Bunny Porter, Lynne Hymanson, 
Phyllis Burker, Thom Deschere, Bill Armstrong. SUPERLITER 


Orbe Besson, Jal in: eChrist 
Kenzie - ing A ffman, J 
Effman alc 

Erman, N IN 


ATES: Laurel Koftinow, Sara Reyes, Rease Trussel, Diana 
Lucarino, Richard Beaty, David Wood, Mike Roylance, Carla 
Kent, Bill Skrifvars, Simon Frankel, Sharon Clavel, Debra 
Mace, Lee McGough, Starr Goode, Ron Smith, LEVEL 0 
Betty Legat. LEVEL 1l: Betty Legat, Rhoda Case, Anne 
Beaty, Audree Many. LEVEL II: Fernando Gomez, Jerry 
Hill, Kate Klettner, Anne Beaty, Audree Many, Jacquie Lagle, 
Tito Abao. LEVEL Il: Fernando Gomez, Kate Klettner 
Audree Many, Jerry Hill, Emmett MecCarney. LEVEL IV 
Fernando Gomez, Audree Many, Jerry Hill, Anne Beaty, Kate 
Klettner, Emmett McCarney, Karen Dunn. DIANETIC INTERN 
SHIP: Lyman Spurlock, Norma Ball, Randy Goode, John 
Wittenberg, Beth Smedley 

RELEASES 


LIFE REPAIR: Peter Imburgia, Kell Houssells, Hector Carmona 
Angelo Millela, Bill Jordan, Doris Carter, Pat Anderson, Edee 
Wollersheim, Marilyn Ellis, Harriet Baime, Jerry Knight, Bonnie 


Enjoy Pas ouni on 
Materials You Need 
in Your 
Auditing Career! 


Join the HASI 


HASI is the Hubbard Association of Scientolo 
gists the 
Scientology. 

As a member, you 10% on books, 20% 
on tapes and E-Meters, and receive free informa 
tive mailings to keep you up to date on Scientology 
and Scientologists. 

Membership in the HASI is required of all 
auditors whatever their training level to keep their 
certificates in force. 

Scientology is a brilliant hope for a better world 
of happiness, peace and understanding. Enhance 
your survival potential as a Scientologists—join the 
HASI! And get your friends to be members too 

First 6 months is free to newcomers. If your 
membership has expired, renew it today ($15 per 
year). Write the Membership Officer at your 
nearest Church as listed on the back of this issue 


International, 


religious fellowship of 


save 
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Get Ron’s valuable data to 
to your friends 


_ BUY Dianetics, the Modern Science of Mental Health 
by L. Ron Hubbard 


Sold over the last 23 years to millions of 

ople, this book contains the basic discoveries 
by IL L. Ron Hubbard that break through the 
mysteries of life and the mind. 

This is THE BOOK to get into the hands of 
all the people you know. They will get the data 
they need to understand their faidi and lives 
better. 

It will mark the ane of their personal 
breakthrough toward happiness and get them 
on the road to O.T. 

This is the book for your friends! Buy it in 
half dozen copy lots. Costs only $7 per book, 
that's $42 for six ($37.80 with 10% HASI 
discount). 

BUY IT TODAY FROM: 
ASHO PUBLICATIONS 
2723 West T Street 
Los Angeles, California 90026 
Shipped in 24 hours, postage paid. 


Win yourself a Hubbard Standard Dianetics 
Course (or equivalent in training) free by selling 


DIANETICS! It's easy—it’s the book everyone 
should have. See page 4 for details. 


Roberts, Wendell Dayton, Terry Boylan, Daniel Deck, Weddy Genung. 
Fair, Sharon Loria, Richard Forbes. ARC STRAIGHTWIRE RELEASES 
Kathy Weston, Gerald Light, David LaCroix. DIANETICS LIFE REPAIR: David Marks, Pat Badovinic, Sandy Conolly, 


Annette Gutierrez, Kathy Weston, Beth Smedley, Richard Feves, 


Allan Irwin Jon Lebeda, Bob Hjelle. 
Bill Armstrong. GRADE 0: Mickey Lipton, Deborah Rasmussen, 


EAST BAY (Oakland, California) 


GRADE I: Nancy Helgeson, Annette Gutierrez. GRADE II: Pam 

Lancaster. EXPANDED DIANETICS: Marion Wagner, Peter GRADUATES à 

Imburgia, Richard Royce. HAS: Pe Cummins, David Nicholini, John Nicholson, Ken 
SAN DIEGO Hilden, Renee Montgomery, Faith Montgomery, Charles Mont 
) : omery, Jr. HOS: Ron Condron. SUPERLITERATE: Drake 
GRADUATES ’ edwards, Diane Engelstad, Ed Diefenbach, John Learned 

HAS: Ellen Runquist, Bruce Van Duzer, Donna Mulliner, Mike RELE ASES 

Kar inski, Charles Heath. HOS: Victor Martychenko, Tim LIFE REPAIR: Hazel Ballentine, Marilyn Onia, Jack White, 
Gif ord. HSDC: Dee Crane. Bernie Hayes, Bill Johnston. ARC STRAIGHTWIRE: Mary Ann 
RELEASES Dauzlarich, Frank Kauzlarich, Gene Hammond, Imelda Burke 
DIANETICS: Nancy Matson, Martha Leach, Mary Glenski, DIANETICS: Drake Edwards, George Hegwood. GRADE 0: Pat 


GRADE 0: Martha Leach, Steve Douglas, 


Doug Ulrich, Craig 
Morris. GRADE I: Gary Hill. GRADES II-IV 


Larry Papiki. 


Royce, Jim Bratton, Drake Edwards, George Hegwood. GRADE 
l: Drake Edwards, George Hegwood, Phil Beaubien. GRADE II 


VANCOUVER Jim Bratton, George Hegwood, Phil Beaubein. GRADE II: Phil 
GRADUATES Beaubien, George Hegwood. 

HAS: George Atkinson, Cheryl Hudson, Sylvia Marsh, Henry MADISON AVENUE (New York City) 

Jensen, Donna Nett, Steve Jackson, Gordon Carncross, Robert GRADUATES 

Olson, Sandi Fleming, Ralph Wyatt, Peter Gordon, Wayne HAS: Judith King, Harriet Barton, Meredith Maislen, Judith 
Wilson, Robert Russell, James Reid, Jack Horder, Wayne Mayell, Eisler, Robin Moon, Don Larson, Maca Larson, Jim Spanier, 
Hazel Craig. HOS: Ron Penner, Ossi Rissanen, Angela Webster, Janice Strickler, Paula Amsbury, Dick Deaton, Patti Turso, 


Sara Rogers, Rikkert Vox, Greg Roche, Martin Hagop, Len 
Williams, Brad Everett, Albert Boychuck. SUPERLITERATE 

Mick McFarland. HSDC: Claire Harrington. ANATOMY O}| 
THE HUMAN MIND COURSE: Jacques Belanger, George Enns, 
Ronald Bergeron, Hanna Litchmann, John Long. 

RELEASES 


Janet Maslo, Terri Talbert, HOS 
Judith King, Don Larson 
RELEASES 

LIFE REPAIR: Janice Strickler. GRADE I 
Maislen 


HUDSON, OHIO 


Meredith Maislen, Robin Moon, 


Judi King, Meredith 


LIFE REPAIR: Don Johnson, Louise Robisno, Peter Gould, GRADU ATES 

Finn Berle. ARC STRAIGHTWIRE Ron Litchfield, Jack HAS: Carl Fisher, Edna Torain, Debbie Ensign, John Ensign 
Brenton. GRADE IV: Philip Glen. Joanne Hrynko, Tom McArthur, Don Mc AT Djaka pue Smith, 
VANCOUVER now has two Class Vilis, SUSAN TYRER Henry Damm. HOS: Chris Wood w Side, Barbara 
and BRIAN THOMSON. Both hard at work to get 100% 7 Barhara Forsythe, Carolyn Damm. 


Standard Tech in. 


DIANA AND QUENTIN IN BOSTON 


19/9 


When their f 


double 


ana and Quentin left the 


scheduled to 


Ron's beautiful daughter, Diana, showed the crowds the expar Di next day 
sion of Scientology over the last 10 years at the Boston 
on May 9. Her brother Quentin talked about Ron and about 
being a C/S and about Scientology Tech 


Nearly 1000 people attended 


MISSION NEWS 


BERKELEY 
GRADUATES 
HAS: Jim Garrett Tom Greenslit 
Mullinger, Ginny Kimball, Dave Kelley, Steve Forney, Kor 
Jenny Bettles, Lisa Bettles, Phil Embick, Tanya Kuzm 
Brown, Charles Asher, Peter Mall, David 
Forsyth, Greg Lyons teve Fabos, Dave Tot 
Mike Lee, Nat Smale B 


event eave, there appeared a huge ainbow 


a beautifu for the 


of DMSMH 


spanning the city of Boston 


23rd An 


whole 


celebration of the niversary 


LIFE REPAIR: Barbara Forsythe, Nick 
Charlotte McArthur 


SOUTH BAY 
GRADUATES 
HAS: Albert Brett, Joe Deeble, Veter daVaney, Jr (it Coat 
Trudi Brett, Steve Buxton, Carol Payne, Heather Horton, Burt 
Feldman, Steve Young, Lois Hense itan Kaplar justy Petta 
Kaplan Dan Le Robert Kiley, Mar Rutt rk, Gina 
Pagano jwen Fiet Dale Moor Michael O'Connor, Jay W 
Dennis Eimoto Alexander Robert DiStefano, Ronald ¢ ming Doug Scott 
$ i ight fangradi, James Grell Zainzineer. Debo 
Pitcaithy, Ron Sanders, Dan : manov, Walter Fr John Kretz Mitchell, Joe Loccisar Richard Hort n 
HOS: Craig Martin Clark Ke Aeri trattor Àr Corrigar Monaco xs Hense, R Í Í 
Helen Popplewell, Donna M 
Janet Parker, John Do 
Mullinger. HSD« Pat 
Bushman, Jim McKinle 
Neal Pardee, Mark Johr HHH HH HHH 
RELEASES 
LIFE REPAIR: Jin wrrett, J 


‘MAKE THE WORLD 
Ann Corrigan, Clark F 


Teagarden, Steve Forne ai i Í l A BETTER PLACE TO LIVI 
WIRE: John Dom í i ; 
Clark Kelley, } | 
Bill Ashley 
Dwyer, Julia Booth. GR 
Domont, Nancy Napier, I 
Julia Booth RADI 
Nancy Napier Toni 
Booth, GRADE Il 

Napier, Toni Vauru : - Ma taá 
Summers je Ta Ville P Í ' 

Rego. GRADI T n p 

Napier, Jay Dwyer, J poned the l 


SACRAMENTO AAE 
GRADUATI =: 
HAS: Dorothy Velard friend Mi 
Jan Cushman, Al Mi A n be the 

Conolly, Debbie } 7 

Atkinson. HSD¢ f Í ; 1 € - 
SUPERLITERATI Co ' r i THI Í L NEVI 


DIANETICS 


(Redondo Beach, ¢ 


valifornia) 


Dave Sands 


nbach. Mark Jot Diana and Quentin are comin 
Sept. 16, 1973 

at the L.A. 
12:00 midnight 


Convention Center, ! 


The Monthly Journal of Scient 


Af it isn’t aseko in The Auditor, it didn’t happen. 
Send it in and make it a fact. 


NEW ASHO 
-POWER RELEASES 


Robin Man , Charlotte Beardmore Ward, Fran 
Goecke, Ike , David Longinotti jig g Mn 
John t. John, Arthur McGinley, Wagner, Linda 
Ka y Cormier, Thibodeau 
Buell, Lorraine ‘Lozinski, Carolyn Bauml, Phil Glen, J. Michael 
Cook, Linda Miller, David Brownlee, Dorothy Eder, Bill Barrett, 
Mary Beth armstrong Mae Cris Criswell , Peggy Kay 
Millwood, Nancy Bratten, , Nancy Napier, Annette 
Dumepceaux, Darlene White, John Domont, Toni Vaurus, 
Thomas, Jerry Hill, Rose McPhalen, Arda Miller, Dan Jukich, Phil 
Beaubien, Sylvia Gill, Keith Morris, Mario Robles, Patricia 
Smith, Jeanne Weston, Nancy Eubank, John 
Newman, Jim Bennett, john Heater, Morrill, Kent 
Christianson, Lindy Cumberland, Ada Helton, Zoltan Rona, 
Stephen Marshall, Cindy Gibbons, Betty Sutphin, Carl Lewis, 
She: Richards, Larry has ERENS Proulx, Carole Urmy, 
Jean Vavrus, J. W. Beardmore, Georgia Barber. 


FLAG OPERATIONS LIAISON OFFICE EXPANDS 

At the end of June, 1973, the Flag Operations Liaison Office for 
the Western s will be nding from its current loca- 
tion at 811 S. Beacon in Los es into a beautiful manor in 
Hollywood at 5930 Franklin Ave. Open house dates will be 


Personal Notices 


VALOR VITAMINS NUTRITION CENTER: Valor Vita- 
mins Nutrition Center is the only agent authorized by Ron in the 
Western U.S. specializing in Vitamin E and original GUK formu- 
la. We carry,enteric coated (See HCOB 25 Oct 71) vitamins. 
Price lists on request. 740 S. Alvarado St., L.A. CA 90057. (213) 
HUbbard 3- We ship FREE anywhere in the Continental US. 


A PARENT'S GUIDE TO THE TEACHING OF READING. A 
book based upon Ron's study data. $4.95 paper, $7.95 cloth, 
discounts on quantity purchases. A popne book. Promotional 
literature available. Order from Bob , Box 31A Cedarhurst, 
New York 11516. 


YOU can save lives, and the futures of many of our best young 
ople by making a monthly allotment to Narconon. Send to 
arconon, 1229 S. Westmoreland, L.A., Calif. 90006. It is needed 

now. 


If you have done a communications course you can help run a 
Narconon Drug Program and save countless lives. For details 
write Narconon, 1229 Westmoreland, Los Angeles, California. 


Narconon, a Scientology Drug Rehabilitation program, is ap- 
porsa for Conscientious Objector’s Alternative service: Contact 
arconon, 1229 Westmoreland, Los Angeles, California. 


FRANK GELTMAN HAS SUPPLIES OF ENGLISH VITAMIN 
E AND GUK FLOWN IN FROM EAST GRINSTEAD 
ENGLAND~—Also the 2 can eee of Vit. C and enteric coated 
tablets (see HCOB 25 Oct AF SAVE TIME and SHIPPING. 
You can order famous G&G quality brand from Frank Geltman, 
500 West End Ave., N.Y. 10014. Phone 212-877-4219 or 799- 
6540. Post FREE anywhere in USA. 


SCIENTOLOGY JEWELRY FOR DISSEMINATION! Pins, medal- 
lions, cufflinks, fine jewelry. Established 1968 forwarding 
Dissemination of Scientology through Scientology symbols. 
DIMENSION FIVE, 1636,W. 9th, Los Angeles, Ca. 90017. 


BISHOP’S CASTLE, 1157 S. Hoover, L.A. 90006, 382-4216. 
Scientology Guest House. Safe, upstat Space. Meals, vitamins pro- 
vided. Wkly/mnthly rates. A Home Away from Home with ARC! 


STAY in POWER at Power House! WALK TO ASHO! Bed 'n 
Board only $25/wk. All meals. LRH library. Free info, maps. Call 
(213) 388-1607. Jackson, 325 N. Robinson St.. L.A., Calif. 90026. 


JACKSON’S FARM-—open all year—great for kids. We work, 
study, pa. hard. Horses—fish—country air—$90/mo. Contact 
Power House (see above ad). 


DON’T DISCONNECT—your “permanent address and phone 
number” at Power House keeps you in comm wi/ valuable 
terminals worldwide. Send $5 for one year to Power House. 


UPSTAT looking for a job with a large corporation? If you have 
any staff or Scientology training in sales, as cashier or telephone 
operator, call Roger Bernot for an appointment. (213)626-9381. 


2 for 1 VITAMIN SALE! Great Earth Vitamin Discount Center 
announces a special sale for Scientology members; 2 for 1 on its 
vitamins, e.g., Vit. E 400 IU (100 caps—$5.95 bottle FREE). 
Send or call for free catalogue. Three convenient locations to 
serve you in L.A. or we ship anywhere in continental U.S. No 
charge. Located in West L.A. at 10739 W. Pico, L.A. 90064, 
475-5785; also 18460 Clark St., Tarzana, Cal. 91356, 344-0113 
and at 12180% Ventura Blvd., Studio City, Cal. 91604, 984- 
1504. CALL COLLECT from ANYWHERE in the world. 


You can have personal notices in this column at the rate of 
$5 for three lines or a fraction thereof. (Approximately 40 
words). Professional and center ads are not 


rinted. Only 
personal arrangements and advices, items for sale or rent, etc. 
are accepted. Send us the exact wording you want clearly 
printed or typed with the cash, check or money order. Send 
to Editor of the Auditor, New American Saint Hill. 


THE AUDITOR — The Monthly Journal of Scientology 


I consider the word clearing technology to be a great 
contribution to the field of learning, and use it constant- 
ly in my studies. It has made studying easy and fun. 

If you have any doubts about the workability of 
Scientology you can put them aside. I have been over 
that route and I am happy to report my original estimate 
was correct. This is the only way. 

LEON FICK, HCA 


POET'S CORNER 


THE PHILOSOPHER 


It has been said, 

by poet and sage alike, 

that within man burns 

the fire of ten thousand different suns. 
“Then tell me why?”, 

pleaded the poet, 

Why has man grown dim?” 

“Yes, tell me why?”, 

sang the minstrel, 

“Is there so much less of him.” 
“I know why,” 

uttered the sage. 

“There is a blotch 

on the souls of men.” 
“Don't tell me why,” 

said the philosopher. 

“TI find out.”. ... and he did. 


Bill Good 


Church 


Confessional 
Aids 

(E-meters) 

are available now 


The Hubbard Electrometer (E-Meter) is a religious 
artifact used as a spiritual guide in the Church Confessional 

It is an aid to the Auditor (minister, student, pastoral 
counsellor) in two-way communication, locating areas of 
Spiritual travail and indicating spiritual well being in an 
area, 

It has long been Church policy that only ordained 
ministers, theological students preparing for ordination, or 
those seeking the highest levels of spiritual awareness 
above Grade VA may use or have possession of the Con 
fessional Aid. 

It is Church polity that every student own his own 
E-Meter. Professional Auditors are expected to own 2 

SO...1F YOU ARE: 

A minister of the Church 
A ministerial student 
An advanced theological student 


GET YOUR E-METER TODAY. 
PRICE: $200, including internal tone arm c 
$160 with membership discount 

Send check/money order with verification that you are 
entitled to own and use the Church Confessional aid. Any 
non-verified requests will be returned with the check or 
money order. 
ORDER DIRECT FROM 
ASHO PUBLICATIONS 
Church of Scientology of California 
2723 West Temple Street 
Los Angeles, California 90026 
Shipped in 24 hours, postage paid 
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Scientology is an applied ré 


confident to handle what 
soon coming back to do 


Love, 

> l JASANA CROWIE 
Vancouver 

THE WINS OF A C/S 

I have experienced a definite shift in viewpoint. I can 
envelope about three times as much space and extend 
my skills about three times as far. My responsibility is 
no longer confined to an auditing room, or to one or 
two pe folders daily, but rather to many pcs, auditors, a 
whole HGC, Qual, and to a large measure the entire 
organization. 

You must be yourself and know you are a good ex- 
perienced auditor. 

As an HSST I have learned I must be an uncompro- 
mising zealot for Standard Tech. 1 knew as a Class VIII 
there are no variables in Standard Tech, but from seeing 
so many cases win from Standard Tech, it no longer is 
something that I should know but rather | KNOW that it 
just is. My happiest moments on this course have been 
when I was as Standard as I could be. 

Finally there is a personal reward. There is an Execu- 
tive Directive on the HSST (Class VIII C/S Course) where 
Ron says that a good Class VIII Auditor is worth gold to 
an Org. But a good Class VIII Auditor and C/S is worth 
diamonds and gold. 

It’s nice to know you can be considered so highly 
prized—so very valuable. 

BRUCE LEVINTON 
CLASS VIII, Class VIII C/S, New York 
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ORDER FORM 


TO: ASHO PUBLICATIONS 
2723 West Temple Street 
Los Angeles, California 90026 
|I would like to order the following items advertised in this 
month's Auditor, Issue 88: 
copies item 
[Q DIANETICS, Modern Science of Mental Health, by 
L. Ron Hubbard 
O SELF-ANALYSIS, by L. Ron Hubbard 
(Special Gold Edition) 
(Increased Havingness Tape Package 
C)E-METER (Confessional Aid, for authorized persons 
as stated in advertisement this page). 
(HAS! membership 


ADDRESS 


CITY. STATS a 2 
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’ 
GET RON’S DATA 
Buy the 
H i ” 
avingness 
Tape Package 
The excitement of Ron’s researches can be yours 
on tape. Ron's vitality, warmth and humor come 
get the data that will show you how to help people 
handle their lives as well as show you how to improve 


ee 
Increased 
Here’s data for all 3 Flows! 
through to you on these hi fidelity recordings as you 
your own life 


Ever had any of these questions? 


people get problems—and just what IS a 
How can problems be solved? 


urge toward survival through sex and 


yes Man need in order to survive well and what 

he need spiritually and materially? How can he 
attain these? 

s MONEY? What 

f} n 


eflation? How car y efficiently? 


The answers t is are Contained 
is packag f 4 fas ting tape lectures 
THE ANATOMY OF HUMAN PROBLEMS 
THE SECOND DYNAM 
SPIRITUAL ANI I 
OF MAN 
MONEY 
Special price 
4 lectures is $ 
ORDER YC $s 
TOD + ASHO PUBLICATIONS 
2723 West Temple Street 
Los Angeles, Califomia 90026 


H 


L REQUIREMENTS 


(Regular price for 
r friends too! 


CLEAR 
at AOLA 


PAID 
Permit No, 20939 


Los Angeles, California 


ECONOMICAL ROUTE 
TO CLEAR 


For most people, 
the fastest, most 


economical route is Saint Hill Special Briefing 

fee i nl OF. Course/Power Package plus 
VI Internship 

at ASHO 
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SOLO COURSE 
Free to Class VIs 
at AOLA 


ACADEMY PACKAGE 
Free Primary Rundown 
at local Church 


Hurry and 


Hubbard Standard take your next | = 
Dianetics Course step now! S 
at local Church or Mission @ = 


Y OF 


Be Free of 


SAINT HILL SPECIAL BRIEFING COURSE 


S 

DANA SMITH, interning at ASHO for New York y our ac Ive O = 3 r F : TE S Ẹ š 2 H 
i i So= S's Ibog 3 $ 

GARY KNUTSON, opening a Scientology mission in Colo. o Z=-nE x p7 ŞE r Ap Sn oss, 
HASKLE DUKE, now on Solo Course at AOLA 1n =p- 6 * 23 FFF oases 
HAL SUITER, auditing for Los Angeles. AV Ea ae SYSE gor -s EF 
n j pipir : =z EO~ 2% s S2 JACET 
CLAUDIA PETSCHEK, Permanent Class VI, now on Ex- Go CLEAR as a u 3.0 Of PSelysczes En à 
panded Dianetics Course at ASHO b ‘ ae De me get ses eas ts 
diini “6 } £ o e mai egag _ >be 98 
PAM DUNNING, now at AOLA, shortly to return to Trained Auditor U EL me O ~ees>REassgan 
Hawaii as Technical Secretary ‘ t mio a Z SE EFES Lo EC 
ASTRID CORDOVA, interning for San Francisco CLEAR: Bright, free from cloudiness or DIN aN z ogsa f OF SEs 
WA ; muddiness, able to perceive distinctly. = Ym Or, O Fett 3Z25242G 

ALAN WARNER S25 3a 


A Scientology Clear is a person who can be 
at cause knowingly and at will over mental 
matter, energy, space and time as regards sur- 
vival for himself. 

The road to Clear is plainly marked and easy to 
follow. After Power Processing at the New American 
Saint Hill, you do Grade VI and then Clear at the 
Advanced Organization in Los Angeles 

You attain this priceless state with great ease as a 


trained auditor, as you audit yourself at this high 
level 


ERA HAMAJI 
GORDON GILL 


INTERNSHIP GRADUATES 

DIANETIC INTERNSHIP: Molly Harlow, Louis Jordan, 
Bob Fell, Richard Beaty 

CLASS IV INTERNSHIP: Betty Sutphin, with honors 
CLASS V1 INTERNSHIP: Claudia Petschek 

CLASS VII INTERNSHIP: BOB LAUFFER, now on the 


NOW THERE ARE 3641 
CLEARS 


Clear 3611 Ron Gablehouse, Denver 

Clear 3612 Sam Licciardi, Washington, D.C 
Clear 3614 Brad Ballentine, Los Angeles 
Clear 3615 Susan McClaughry, San Francisco 
Clear 3616 John Huckel, New York 

Clear 3617 Clela McFarland, Twin Cities 


` t ` Clear 3618 Bob Nelson, Vancouver 
Class VIII Course Prior auditor training is recommended but not c oe 3619 Kurt Nett at Fachtine h, Palo Alto® 
% so ae St cy eek required as the Solo Course, done prior to Grade VI, Clear 3620 Jane Lambeth, Austin 
CLASS VIII and IX COURSE GRADUATE teaches basic auditing in a condensed form Clear 3621 Peter Specker, New York 
WENDY PETERSON, now interning on VIII and IX for Prerequisites to the Clearing Course: Grade VI Leet SOSE ER E 
San Francisco Release done at the Advanced Organization : : - Eas annia Pa i. e A omy . 
mw CDT! AIME an O . ` Donation: $800, $760 if well in advance Clear 3632 Robert W Cari UiiGerne 
NEW S I l DEN rS ON | HE SHSBC Write the Letter Registrar, Advanced Organization, € ear 3633 Paul Kellerhals. St. Lou 
Gary Epstein, Leon Fick, Betsy Hirsch, John Hanson 916 S. Westlake, L.A., Calif. 90006 to receive your Clear 3639 Arde Miller. Vencouver 
Marion Ray, Kamya Zeigl, Marion Klopp, Larry Jones sign-up forms and further information on Grade VI Clear 3640 Don Gere, Scientology of the Valley 
Clear and above f 


YOUR ROUTE TO CLEAR BEGINS HERE 
AT THE CHURCHES OF SCIENTOLOGY 


ENGLAND STOCKHOLM hurch ent RY elebrity BUFF PEF 3 NEW ZEALAND 
Hubbard College of Scien VON k Sc wie myrkan , W. Sth SE, | wuro CF om fr: f St Pe we We t raer r get 
tology, Saint Hill Manor, East Drottninggatan 53 alif. 9 Buffalo, 960 Ke re Ave eave 
Grinstead, Sussex, RH19 4JY 11121 Stockholm AN E i h 
England Sverige, Sweden Church of Scient ology of ` i Í if E 
Church of Scien. of Brighton GOTEBORG 414 Mason St an Fra rch of ent t of the New Faith, 53 RHODESIA 
15 Preston Street, Brighton 3e Langgatan 13t 3 a4 106 Hawa a3 N read Koa BULAWAY 
Sussex, England §-41303 Goteborg, Sweden BOSTON H 

rch € y N 
LONDON CANADA ia Be . B s Aa 4 
68 Tottenham Court Rd., TORONTO 221! 
London, W.1 Church of Scientology of DETROIT 
PLYMOUTH Toronto, 124 Avenue Road huret i 
Scientology Plymouth Toronto, 180, Ontario, Canada Clifford 


Se nee Oe a a 
SOUTH WALES sedi ot nevi 


39 Portiand Square VANCOUVER Detroit, Michigan 48226 ’ : THE AUDITOR 
Shervell, Plymouth, Devon Church of Scientology of AUSTIN N 


Vancouver 10, British Columbia The Monthly Journa 
SWANSEA Canada SOUTH AFRICA 
20 Henrietta St., Swansea . iNESE 
Glamorgan, South Wales GERMANY E AUDIT R 
Scientology Organization hurct ent ' ) Ol 
SCOTLAND Munchen, 8000 Munich 90 Washingt T e 
EDINBURGH H.A.P.I Harlaching, uber de Klause 4A eattie, Wast FOUNDER Í R J HUI 
Fleet House 644969 Munich i 
20 Southbridge . 
Edinburgh 1, Scotland FRANCE parr 
DENMARK 58 rue de Londres, 75 Paris 8 ss V 
COPENHAGEN UNITED STATES n 
Church of Scien. OK The Fou 
Hovedvagtsgade 6, 1103 Sciento! 


Copenhagen K 

Church of Scien. DK 
Henningses Alle 68,2900 
Hellerup, Denmark 

Church of Scien. Advanced 
Organization and Saint Hill 
Jernbanegade 6, 

1608 Copenhagen V 
Denmark 


SWEDEN 

ESKILSTUNA 

Eskilsgatan 1 

$63356 Eskilstuna, Sweden 
OREBRO 

Kopmangatan 22A, 

$-70201 Örebro, Sweden 


1812 19th St 


